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This is the eleventh index of “Domestic Engineering” an index for each quarter appearing at the end of 
that quarter. We ask our readers to note the value of this index for reference, calling special attention to the 
separate classification of the departments of “Business Management” and “Questions and Answers,” and to the 
“Inventions and Improvements,” by means of which you can see that your stock is up-to-date. 
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Advancement of Sanitary Pottery...... 236 


Analysis of Principle Provisions of 
Plumbing Codes of Thirty-seven Prin- 
cipal Cities tn UU. &. 600 cccces 29, 57, 127 


Ancient Roman House-Heating Appa- 
ratus Just Found in England....... 131 
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Allentown, Pa., Master Plumbers’ 
pv Be 253 

American Society Heating and 
Ventilating Engineers’ Meeting... 64 

Atlantic City, N. J., Master Plumb- 
ere’ Ammuml Gutini....cccceccecs 253 
3altimore Master Plumbers Enter- 
tain Former and Present Nation- 


EE ee ee a te 277 
Boston and Vicinity Master Plumb- 
ers’ Annual Shore Dinner....... 230 


California State Association of 
Master Plumbers’ Convention... 52 
Camden, N. J., Master Plumbers’ 
eS SE 6.6.660460046040000006R08 
Canton, O., Master Plumbers Visit 
Pittsburg Sanitary Industries... .251 
Central and Eastern Supply Asso- 


cijiations’ Summer Meeting....... 67 
Chicago Master Plumbers Resume 
Monthly Meetings ......... ee 
Chicago Master Plumbers’ Associ- 
ation Annual Outing............ 18 
Cleveland Master Plumbers’ An- 
id owen weber beee.e'e o8 252 
Colorado Association Master Plumb- 
A a ee 55 
Indianapolis Merchant Plumbers’ 
Association Annual Outing....... 20 
Maine Master Plumbers’ Annual 
Meeting ind Outing............. 41 


Massachusetts Master Plumbers’ 
Annual Fall Meeting and Outing.325 
Menominee, Wis., Master Plumb- 


OP MTS PPCMRO 6 oc ckcccevtocwes 284 
Milwaukee Master Plumbers’ An- 
I I a a 217 


National Association Master Plumb- 
ers’ Thirtieth Annual Conven- 


ES Pe ee ee ee ee 76-117 
National District Heating Associ- 
Ci ER ee 4 
Newark, N. J., Master Plumbers’ 
pS rr 232 
Southern Wisconsin Bi-Monthly 
I ic sinicts lial eel hans aie ae eee Grea eee 56 
Trenton, N. J., Master Plumbers’ 
i oo oe ine 6- de ee alee 284 
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Baltimore New Sewage System........ 159 
I in i a 175 


Business Management— 
Scientific Management Applied to 
CHRO FerORtitig TMGUStIY ...ccccceccss 2 
System Applied to the Plumbing 
and Herting Business...........298 
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Cartoons— 

“Tt’s Big Game, Bovs’’—LXV...... 8 

Modern Master Plumber One of 
("nelle Sam’s Most Useful Citi- 
zens—LXVII ........ rasa 

System and Hard Work, Backed 
Up by Intelligence, Will Always 
tring Success—LXVIII .........299 

The Same Old Crowd is Still Wait- 
ing for Him Around the Corner 
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SN See ee eo et ee 183 
Closed or Open Windows with Mechan- 
PORE VOMEIEREIOM ciccccescecs 275 
Competition in Publie Contracts....... 35 
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Depreciation in Underground Distri- 


oe Rr rae 135 
Drainage System Over Three Thousand 
0 eae 257 
E 
Editorials 
Editorial Snap SNots.......ccccees 199 
ee 223 
National Association of Master 


Plumbers—Retrospect and Pros- 
Ee a ee eee a ee 51 
Plumbing and Heating Symbols... 27 


The Master Plumber as a Mer- 


Ce ee ne © a ee 151 
Use and Abuse of Word “Quality” 
Der BEBMUETMCTUTOTO 6c ccccceescess 291 
Effect of Household Grease and Oily 
Waste Upon Se@wWers......ccccccccces 132 
English Low Pressure Hot Water 
ON EE er 165 
a 
Facts About Sewer GasS.........-..ceee6. 38 
False Statements by Borrowers Penal 
a ns ee 274 
Flaws in Ohio Plumbing Code......... 256 
Flush Valve and Its Application...... 201 
G 
German Hot Water Meter............ 234 
Getting TOUP PisGOs <ccccccccececeseses 152 


Government Contracts to be Awarded 
Re a ee ee ee 49, 145, 217, 239 


Government Report on Steam Boilers, 
a SE 66.4008 6 o00ee Kass o0ews 144 


Heating and Ventilating a Mitten Fac- 


icipal Building in New York City, 
EE eS 121 


fleating and Ventilatior of School 
Flouses—l. ; 246 
Il. ; Pate ' ; 302 
[Il : es PA | 
Hieating in Turkey... sc 133 
Heating Main, The—VIT] a 
VII 137 
IN 156 

Hlot Water Heating in Highland Park 
(;reenhouse ss. 

Hiow a Sick Greenhouse Heating Plant 
Was Cured —— .186 

Flow the Hiouse Tank Should be (Yon- 
structed and Installed 315 

ltumidityv in Relation to Heating and 
Ventilation . 224 
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Inventions and Improvements 
Automatic Cellar Drain—Penber- 
thy ; , , . 46 


\utomatis« Klectric Controller— 


Leader Raieeeeceeeenwhawedewee 281 
Automatic Feed Pump and Re- 
celvel ES ae eae Sei 
-_ Flushing Tank—American 
WG oe buweouuséeweas he waa 14 
Bs Hieat Intensifier—National. 
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Cello Seat—Findeisen & Kropf....14: 
Chain Wrench—Brock seeal 
(Craig Sectional ;Oller—-Williams 


DY tench ase odes ee eees seas (eo3uncmee 
Dovetail Tank—Black............. 38 
floor and Wall Basin Supply Pipe 

ne a pase oa eae 


Folding Pipe Vise Stand—Smith..169 
Gas Water Heater—Hoffman..192, 238 
Hot Water Tank—Patterson......215 
Instantaneous Water Heater 
“Thermax” tics 
Iron Body Gate Valve—Williams 24 
‘*“Neu-Wa"’ Radiator Bushing—Neu 


man & Warnock....... rere 
‘‘No-Sete’’ Ballcock—Twisted Wire 
ae ee 308 


“Perfect” 


2 a ee en 
Pipe Bender—L. C. M....... ses cee 
Pipe Hangers and Beam Clamps 

8 a sean 
Pipe Threading Machine—Oster...28? 
Portable Thread Cutter—Rose.....238 
Quick-pression Faucet Central 
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Q@uick-pression Stop and Waste 
f Cock—Central Brass... 23, 142 
Reflux Return Line Valve—Marsh. 329 
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Reinforced Galvanized Spiral Steel 


Pipe—Standard OP eee 
Reliance Chimney Top—Berger...192 
Royal Deflector—Davidson 2 aan oe 
Sanitary Drainboard—Trageser... 69 
Self-closing asin Cock—Burling- 

Dh ns een hk ee kee ba eb ee ee secu ctee 








Wall- Plumbing Classes in Publi 
i) Fassaic, N. J., and Philadelphia... 


Plumbing Ordinance for 
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Regulation of Credits in 
Ste eo id var 
Material Trade 
|. 
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S 
Sectional Steam Heating 
fsusiness Center 
Sewage ID sposal Svsten 
try flome 
Kolde SI Pct ati ris, New. 
“ome Water Purification Costs 
1 thre Value of Pure Water... 
Se yr avan»e Dent, x 


Pipe and 


Piumbing for Profit—XI 


Most Sanitary Plumbing System..13) 


Western Trade Golf Association July 











Standardization of Extra Heavy Soil 
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Loop and Its Uses in Power 
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Piping Sizes, 
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Thawing Frozen Water Service Pipes, 


Methods Emploved ........ccsececs 20 
Skate Under the Microsc pe ana 
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Sanitary Mfg. Co.’s Annual Out- 


SIE. PCO 6 cess wenseus rateeeesne He 


Ventilation of a Dispensary Building.187 
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Supply for Country and Subur- 


POMOC WOFiic i cccivccecercecerss 177 
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Western Trade Golf Association Au- 
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ee. ao!) eee 136 


























RECOMMENDED 
UNRESERVEDLY 


To All Who are Interested in Steam ana Hot Water Heating 


Pierce’s “‘Practical Manual of Steam 
and Hot Water Heating.’’ 


Cloth, 340 Pages. Price, Postpaid, $2.50 


Abundantly informative concerning the fundamentals of 
heating. Refreshingly understandable—not a formula in the 
book. All conflicting tables reduced to a comprehensible com- 
Overthrows false ratings. Creates a new 
era in heating values and establishes a basis for successful practice. 


mon working basis. 
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